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NATIONAL PHOTOGRAPHIC INTERPRETATION CENTER 


MEDICAL 
14 September 1964 


NPIC NOTICE 
NO, 15-1-4 


TEMPORARY CHANGE OF DISPENSARY HOURS 


period/2l1 September through 23 October, 

25X4 the building nurse, will be on annual 
leave. During this -time service will be maintained 
by a visiting nurse from Langley who will be on duty in the Dis- 
pensary in the mornings from/0800 to 0900 and in the afternoons 
1300 to 1630 weekdays, : 


1. For the five-week 


2. Medical emergenci¢s that occur during regular working 


hours when there is no nurse in attendance should be reported 
“~ to the Personnel Branch, Administrative Staff, eaeoeerecraeees! 25X11 
After-hour emergencies ‘should continue to be reported to the 


Night Security Office, 25X1 


/ 25X1 


f 


Executive Director 


Distribution: /No. 3 


GROUP | 


Approved For Release 2oonod oes MA KSbs7B00832R000100020121-4( in 


